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FLORIDA EAST COAST RAILWAY oil fired steam 
locomotive 270 on ready track in West Palm Beach, 
Florida on December 15, 1953. Wheel Arrangement: 
0-8-0; Diameter Drivers: 51’; Tractive Force: 51,000 
Ibs.; Boiler Pressure: 175 Ibs.; Cylinders: 25’ X28”; 
Baker Valve gear; Tender Capacity: 8,000 gals. 
water, 2,000 gals. oil. Builder: American Locomo- 
tive Company. Date Built: 1926. Ektachrome by 
John A. Krave. 
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